Tobacco Company 


T. V. Natak 

g&gion (Business Manager 

150 Lawrence Bell Drive 
Suite #108 

Williamsville, NY 14221 
Phone: (716)634-9232 
Fax: (716)634-3145 

S ent via E tMq H 
July 24,1997 

To: Division Managers Key Account Managers 

Retail Managers Account Managers 
Sales Reps Retail Reps 

RE: Adjustable Pole Display Brand Loads 

Ladies and Gentlemen, 

Over the last year the Region has utilized standardized Full Price Display planograms to load our 
displays. While there were some localized deviations to the planograms, this tactic was successful due to 
the limited number of display configurations at retail, 

Due to the increased flexibility of our new APD display, numerous display configurations could be 
placed at retail. This dynamic makes it difficult to set FPD load plans at the Region level. 

As these new displays are set at retail, the following guidelines should be followed relative to FPD brand 
load planograms. 

• Buffalo Region KAM’s/AM’s should supply APD planograms to Retail Reps for their chains. For 
outside handled chains, utilize planograms supplied by RAM’s and AM’s that operate out of another 
RJR region. If no planogram is supplied, Retail Managers should assist in determining the load plan. 

• Sales Representatives should determine APD load plans for stores they are responsible for. 

Utilize the guidelines and Regional planogram relative to the Winston Relaunch to assist in developing 
load plans, It is sspfig.ially .important that the emphasis we have placed in gaining box styles exposure 
continues due to the significant industry growth of the box category. 

Sincerely, 

Tray 

Fray Natale, RBM 

cc: Bill Roth 

Stephen MacLeod 
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To: Duszynski, R, Noonan, R, Tanchyk, R, Zecca, Anthony, Schwalm, $, Alessandra, C, Battle, Herbert, 

Ridge, Robert, Burrows, Robert, Westenberger, R, Keeney, David, Smith, Richard A,, Jurgensen, Kurt ]\, 

Cote, Raymond A., Leonard, John M., Norris. Chuck H., Sheft, S N., Macleod, Stephen, Mcleah, James J, 
Beard, R L,, Steele, Robert R., Coslett, Job H., Page, Cynthia, Eckardt, Diane C., Salerno, Joseph S., 

Sheltra. Marlowe, Close, Scott P„ Bain, Georgia A., Tislnfler, Michael D„ Haskin, Susan J,, Huntoon, Lynne D,, 
Howard, MS.,Orlando, Joseph J„ Neaf, DM., Morris,M E., Levenstein, Howard S., Davignon, BarryA„ 
Thompson, Timothy J., Clary, Nancy A., Balmer, Robert W., Miller, D S„ Whiting, James R., 

Patterson, David P., Davis, Robert J., CHICCARELLI, John J„ Doak, Donna L., Smith, P E., Martin, Holly G., 
Pianowski, Robert J., Wallon, Laura J. 

From: 1600 - Buffalo Region (BURRELL) 

Posted: 7/24/97 11:29 
Opened: 7/24/97 11:29 
Subject: Adjustable Pole Displays 
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